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	1. Young Again

**Hello my darlings! Here is a little one-shot for you! I am currently working on my multi-chapter story Nalu:Prom (I am a little behind admittedly due to a bunch of testing) so I took one of my old short stories to post for you guys. If you haven't read my other story, please be sure to check it out, and maybe drop a review? Thanks so much, and without further ado, let's get into it!**

"LU-CHAN! LU-CHAN!" The blonde turned as the blue haired girl came closer. "LU-CHAN! I NEED YOUR HELP!" Levy wailed loudly. Lucy clenched a hand over her ear protectively. "Not so loud, Levy Chan!" she moaned. "S-sorry Lu-chan..." Levy murmured, looking down. "But I do need your help!" she piped, dragging Lucy by her arm. "DON'T WORRY NATSU-SAN! I'VE GOT LUCY!" Levy called, dragging her across the guild. "O-Oi! Levy! DON'T BRING HER OVER HERE!" a slightly higher pitched Natsu barked. "Oh, is someone embarrassed?I guess it's not hard to accept your feelings as you are now." a probably smirking Grey taunted. "S-shut up!" Natsu snapped. It was odd he didn't start a fight, but he did sound weir- Lucy stopped in her tracks, staring before her. There, sitting at a table surrounded by Grey, Juvia, and Mira, sat a small, young Natsu. About 7 by the looks of it. His dark, round orbs stared at her, looking rather petrified at her reaction. she continued to look back. Slowly, he felt his face going red, and he looked away, causing a cooing Mira to faint dramatically. He hid in his pink hair. "H-Hey Luce.." he mumbled, not turning to face the blonde. Levy expected anything out of Lucy. Except, not what she did.

"AWWWWWWWWWWWWWWWWWW!" Lucy squealed, almost ytackling the boy to the floor. She squealed in excitement, cuddling the flame-faced kid to her tigtly. "H-hey get off me!" he mumbled, embarrassed beyond belief, but almost, maybe, slightly not wanting her to listen to him. She complied, pulling back a bit. "Sorry.." she coughed, then turned back to look at him. "But you look so cute right now!" Natsu was so embarrassed, he couldn't decide whether his face was going to be able to stand the heat it was rising to, or if he should be offended by the use of 'now'. He faintly heard Juvia squeal about 'no more love rival' but he couldn't really tell over the rushing of blood in his ears. No matter how he hated to think of it, Grey was right. It was so much easier to get flustered by Lucy now.

Levy had to admit, seeing Natsu and Lucy like that was adorable, but she had to continue on with what she was saying. "Uhm, Lu-chan?" Levy questioned. "Oh. Right. Sorry." the blonde mumbled. " I was going to say that.. uh.. well... Natsu got a spell cast on him, and the only way for him to turn back is if you uh, welll... Ifyoukisshim."Levy blurted. looking at Lucy. "No problem!" she squealed tackling the kid again, playfully trying to peck his cheek as he ran away, bright red. There was collective laughter around the guild as they watched, surprisingly not doing anything.

A rather drunk Cana trailed up to the small girl. "Yoo L-Levy-c-chan.. Thatz not what tha paper saidddd... It said true luves Kizz gotta sav' em." She slurred. "I know Cana, but we already know who that is, but she doesn't. If we told her that, she'd totally go deny it, and look for some random girl somewhere." Cana nodded. "I would no' under- restsimate tha kiddd.. ,e knowz 'at 'e feelz... 'Ive 'Im a chanzz..." Cana continued to ramble. Levy just nodded. She hoped Cana was right. She turned, noticing Lucy had caught him. He was cradled in her lap, enduring the tickle torture he normally gave her. Red-faced, Natsu looked up. Giving a slight blink of embarrassment and apology, he leaned up, and touched his mouth to hers. For a split second, nothing happened, Lucy's face frozen in shock. Then, he started to glow. She shrieked, pulling back, dumping the little boy onto the floor. In the bright light, you could see him looking down in shame. Then, the form began to grow, morphing back into the old Natsu. Slowly, the light died down, leaving a VERY red-faced dragon slayer standing in front of them. VERY. Lucy's face shared an equal amount of red, and the second when Mira woke up from her coo-faint, she looked at em, then fainted again. (Oh Mira-Chan) Lucy continued looking at the fire mage for a second, before bolting out the door.

Natsu turned even deeper red if that was possible, before simply walking over and slamming his face into the table. "N-Natsu-San?" Levy mumbled, cautiously walking over to the down-cast mage. "Leave me alone Levy" he groaned, a bit of pain evident in his voice. "Get up Flame Brain!" Grey roared. To his surprise, he didn't move. "Shut up Ice Princess. Not in the mood." It was like the guild froze. Natsu Dragneel? Not in the mood to fight? "I'm not arguing with you. Go get Lucy! Now!" Grey barked, slamming his fist on the table. "Aye Sir!" Happy yelled, appearing from thin air. Natsu looked up. "No." He moaned. "No" "Yes!" The exceed smirked, picking up the dragon slayer up by his shirt and flying him out in search of the celestial Mage. He was too upset to argue.

Happy flew round and round, before settling on her apartment. She was there. He flew to the window, forcing e dragon slayer to open it. He tossed him inside, before flying away. "HAPPY! I'M SO GONNA KILL YOU!" Natsu raged out the window. "N-Natsu?" His sensitive ears picked up the faint voice, and his face started to redden again, recalling what happened. He followed her voice obediently though, even though his brain yelled against it. "Luce?" He mumbled, stumbling into her kitchen. "N-Natsu I.." She began, standing up from the corner. "No Luce, I'm sorry..I" he stuttered out, trying to stop the tears from welling in her big brown eyes. She reached out and clung to his form, burying her face in his shoulder. His unnatural body heat evaporated the tears. "Lucy.. I like you.. Well, maybe I love you Luce..." He murmured. "M-Me too Natsu..." Lucy cried into his arm. They stayed like that until they heard a 'click!'

"HAPPYYYYY!" Lucy roared,chasing the fleeting blue tail. Natsu laughed, before tearing off after his two favorite nakama.


	2. Continue? Author's post

**Hey guys! I posted this story a while ago and I was wondering, if any of you were interested, if I should make this into a collection of short stories, sort of like the first one? Thanks for taking the time to read this, and please review to tell me what I should do with it! Love you loads!**

**naluhedgehogs**


End file.
